216    DOCKETED ITEMS

9203300206 Forwards "Palo Verde Nuclear Generating Station Unit 2, Inservice Insp
Reptjhird Refueiing Outage."

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/20. Document Control Branch (Document Control Desk). 1p. 61200:295-
61200:328.

-9203300210 "Palo Verde Nuclear Generating Station Unit 2 Inservice Insp Rept Third
Refueling Outage."

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/16.
33pp. 61200:296-61200:328.

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-523/92-
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit-
ted in vital areas logged & or access levels verified.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/23. Document Controf Branch (Document Control Desk). 19pp. 61163:106-
61163:124.

R. Periodic operating reports & related correspondence

9203230351 "Personnel Monitoring Repts for 1991." W/920315 Itr.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
91/12/31. 3pp. 61082:359-61082:361.

9203030326 Forwards fitness-for-duty semiannual performance rept for Jul-Dec 1991.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/25. Document Control Branch (Document Control Desk). 10pp. 60802:147-
60802:156.

9203170206 Forwards Monthly Operating Repts for Feb 1992 for Palo Verde Nuclear
Generating Station.Units 1,2 & 3 & revised Monthly Operating Rept for Jan 1992 for
Unit 2.

LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/
03/13. Document Control Branch (Document Control Desk). 1p. 60982:179-
60982:197.

-9203170023 Monthly operating repts for Feb 1992 for Palo Verde Nuclear Generating
Station.Units 1,2 & 3.

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/29. 16pp. 60982:180-60982:195.

-9203170233 Revised Monthly Operating Rept for Jan 1992 for Palo Verde Nuclear
Generating Station,Unit 2.

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/01 /31. 2pp. 60982:196-60982:197.

S. Reportable occurrences, LERs A related correspondence

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON,!.. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.
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F. Security, medical, emergency & -fire protection plans

9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on
920113-17.No violations or deviations noted.

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060.

-9203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.NO
violations noted.Major areas inspected:status of emergency preparedness program &
followup on items.
QUALLS.P.M. Region 5 (Post 820201). 92/02/05. 4pp. 60753:056-60753:060.

9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 & 50-
530/92-08 on 920211.Violations discussed during conference will be subj to separate
correspondence.

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308.

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92-
08 on 920211.Major areas discussed:description of violations noted in 920113-23 se-
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01.
REESE.J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308.

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on
911218-920125 & notice of violations.

RICHARDS.S.A. Region 5 (Post 820201). 92/02/20. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058.

-9203060084 Notice of violation from insp on 911218-920125.Violation noted:training
record for fire barrier inspectors inaccurate in that three names included among those
listed as attending training.

*  Region 5 (Post 820201). 92/02/20. 1 p. 60804:025-60804:025.

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218-
920125.Violations noted.Major areas inspected:review of plant activities,ESF sys
walkdowns,surveillance testing, plant maint.falsified training record for fire barrier insp.
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058.

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on
920113-23 & notice of violation.

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247.

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 911227,se-
curity officers failed to positively control access to vital fuel bldg by allowing three indi-
viduals to enter vital area w/o logging names or badge numbers.

*  Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247.

9203100166 Rev 11 to emergency plan.W/920228 Itr.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/28. 100pp. 60899:207-60899:307.

9203260191 Forwards public version of revised EPIPs.including rev 14 to EPIP-03,rev 15
to EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to
EPIP-20 & PCN 2 to rev 7 to EPIP-33.W/920323 release memo.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/01. Document Control Branch (Document Control Desk). 5pp. 61169:070-
61169:198.

-9203260193 Public version of revised EPIPs.including rev 14 to EPIP-03, rev 15 to
EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to EPIP-
20 & PCN 2 to rev 7 to EPIP- 33.

PIOGGIA.M., WELLSEY.D., BULING.H.F. Arizona Public Service Co. (formerly Arizona
Nuclear Power Project). 92/03/01. 123pp. 61169:073-61169:198.

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92-
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit-
ted in vital areas logged & or access levels verified.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106-
61163:124.

G. Adjudlcatory correspondence

9203090078 Notice of voluntary dismissal of petition for leave to intervene.* Proceeding
should be dismissed due to listed reasons.W/Certificate of Svc.
MITCHELL.A.L. Mitchell, A.L MITCHELL.L.E. Mitchell, I.E. COLAPINTO.D.K. Kohn,
Kohn & Colapinto, P.C. (formerly Kohn & Associates). #192 12651. 92/01/27. 4pp.
60832:086-60832:089.

9203090005 Memorandum & order finding Mitchell petitioners in default (dismissal of
proceeding).* Petition for leave to intervene & request for hearing filed by AL & LE
Mitchell denied.W/ Certificate of Svc.Served on 920305.Reserved on 920320.
LAZO.R.M.   Atomic   Safety   &   Licensing   Board   Panel.   #192   12654.   92/03/04.
MITCHELL.A.L, MITCHELL.L.E. Affiliation Not Assigned. 7pp. 61239:001-61239:007.

9203090107 Notice cancelling prehearing conference.* Petition for leave to intervene &
request for hearing submitted by AL & LE Mitchell denied due to petitioner failure to
comply w/920102 prehearing order.W/Certificate of Svc.Served on 920305.
LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12653. 92/03/04. 3pp.
60832:100-60832:102.

H. General correspondence

9203120007 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica-
tion of nuclear power plant personnel.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/09. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 60872:011-
60872:015.

I. Financial Information

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in-
clude pages from repts pertaining to nuclear expenses & investments.
RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN.J.B. Region 5 (Post
820201). 116pp. 61107:001-61107:116.

J. Insurance & indemnity information

9203190360 Provides present levels of financial protection & property insurance for
plant.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/12, Document Control Branch (Document Control Desk). 1p. 61062:141-
61062:141.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203310138 Updated FSAR for Palo Verde Nuclear Generating Station.W/ 920319 Itr.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/19. 100pp. 61200:040-61200:202.

9203240047 Rev 4 to updated FSAR for Palo Verde Nuclear Generating Station Units
1.2 & 3.W/920316 Itr & 51 figures.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/31. 3,200pp. 61185:043-61189:044.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203040362 Final response to FOIA request for documents re plant.App J documents
already available in PDR.App K records encl & being made available in PDR.App L
records partially withheld & app M withheld In entirety (ref FOIA examption 5).
PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205).
91/08/09. JONES.B.W. Akin, Gump, Strauss, Hauer & Feld (formerly Akin, Gump,
Hauer & Feld). 6pp. 60839:132-60839:160.

-8910050179 Forwards evaluation concluding that inadequate preventive maint on
emergency & essential lighting sys caused dark conditions & proposed corrective
action measures acceptable.

ROSA.F. Electrical Systems Branch. 89/09/18. KNIGHTON.G.W. Project Directorate
V. 8pp. 60839:152-60839:160..E. Division of Operational Events Assessment (Post 870411). 92/03/03.
